Table XI

Imports oj Lead, into Canada *

(Bars, sheet, old, scrap and block; years ending 3ist March)
In short tons (2,000 Ib.)

Source.
	1911.
	1912.
	1913.
	1914.
	1915-
	1916.
	1917.
	1918.
	1919.

United Kingdom ..... Other British countries United States       ..... Other foreign countries
	6,490 n
	12,046 9
 20
	736
	5,242 52
 1,018 4
	1,235 7,467
	726
 2 25,064
	258 6,271
	15
 59 6,532
	I
 8 5,493

Totals             .....
	6 612
	13,546
	13,114
	6,316
	8,702
	25,792
	6,529
	6,606
	5,502        0

Table XII
Exports oj Lead from Canada *

In long tons (2,240 Ib.)

To
	1911.
	1912.
	1913.
	1914.
	1915.
	1916.
	1917.
	1918.
	1919.

United States     ..... Other countries  .....
	16
 1,412
	83
	47 89
	122
	328 1,126
	889 47
	7,798
	7,226-5 0-5
	10,578
 735

Totals           .....
	1,428
	83
	136
	122
	1,454
	936
	7.7Q8
	7,227
	ii. 313


	
	
	
	
	
	
	
	
	

* Annual Report of the Trade of Canada.